FIRE AT POOL SUPPLY 


5 minutes instruction, 10 minutes group work, 10 minutes class presentation. 


On your car radio, you hear that a two alarm fire has occurred at a warehouse 
holding swimming pool supplies. From other incidents, you know that these fires 
often have hazardous chemicals and mass evacuations occur. After a quick call 
on the radio and a few phone calls, you get five amateurs available and one is 
designated AR Incident Commander. 


GROUP WORK 

1. Mark on your map the location of the incident. 

2. What is your recommendation to the IC on how to deploy the five 

operators? 

3. What is your recommendation for the AR incident objectives and 
operational period? 
How many nets do you run and for what purpose? 
List all organizations and locations that might need AR communications. 
Given your resources, which locations should be staffed now. 
Are your members safe? What further information do you need to ensure 
they stay safe? 
Prepare an ICS Form 202 Briefing 
9. Include your recommendations for actions required if this gets worse. 
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YOU HAVE 10 MINUTES! 


ASSIGNMENT 2 


INSTRUCTOR LEAD IN 
* Change Planning Chiefs for each group 
* You now have 10 amateurs to work with 


5 minutes instructions, 15 minutes for groups to discuss, 25 minutes general 
discussion. 


The fire has now burned into the area holding the pool chemicals. Suddenly, 
chlorine gas is being released into the atmosphere and emergency personnel are 
suffering from inhalation of the fumes. With the situation deteriorating rapidly, the 
Incident Command has to make numerous critical decisions. 


An evacuation is required and ordered for 2 km / 1 mile in all directions. An 
evacuation centre will have to be set up. Further alarms or mutual aid will be 
required to replace firefighters or to get additional manpower. 911 is getting calls 
from residents getting irritation from the air. One of your group has been 
contacted by a friend at the Red Cross or Salvation Army or Recreation Centre 
saying they need comms right away. You don't know if this is an official callout by 
your city or just for the one group. 


SOMETHING is hitting the fan for everyone. 


GROUP WORK 
1. Mark on your map the location of the incident and the 2km / 1 mile zone 
2. What is your recommendation to the IC on how to deploy the ten 
operators? 
3. What is your recommendation for the AR incident objectives and 
operational period? 
How many nets do you run and for what purpose? 
. List all organizations and locations that might need AR communications. 
. Given your resources, which locations should be staffed now. 
. Are your members safe? What further information do you need to ensure 
they stay safe? 
. Prepare an ICS Form 202 Briefing 
. Include your recommendations for actions required if this gets worse. 
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YOU HAVE 15 MINUTES! 


ASSIGNMENT 3 


INSTRUCTOR LEAD IN 
* Change Planning Chiefs for each group — use the LEAST experienced 
person. 
* You now have 15 amateurs to work with — normally you get about 5% of 
your group available to respond at any time. 


10 minutes instruction, 15 minutes for groups to discuss, 30 minutes general 
discussion. 


In September 1988, what started as a minor chemical accident at a swimming 
pool supply plant near Los Angeles suddenly got out of control. A highly toxic 
gas was released over a six square mile area, forcing 25,000 people from their 
homes within a matter of hours. Over the next few hours, fire engines, police 
cars, emergency medical technicians, the mayor, the county emergency services 
director, and the hazardous materials response team arrived to assist with 
management and cleanup duties. In both the Atlanta and Los Angeles incidents, 
the wind was less than 10 miles and hour and the smoke was going straight up. 


Local, State/Provincial, National governments would all respond, along with 
Various agencies for transport, health, water quality, weather, Haz-Mat, chemical 
companies, etc. At a Florida incident, in fact, some 200 officials responded to the 
scene: this figure did not include the 21 workers handling the actual cleanup! 


GROUP WORK 
1. Mark on your map the location of the incident and the 4km / 2 mile zone 
2. What is your recommendation to the IC on how to deploy the ten 
operators? 
3. What is your recommendation for the AR incident objectives and 
operational period? 
How many nets do you run and for what purpose? 
. List all organizations and locations that might need AR communications. 
. Given your resources, which locations should be staffed now? 
. Are your members safe? What further information do you need to ensure 
they stay safe? 
. Prepare an ICS Form 202 Briefing 
. Include your recommendations for actions required if this gets worse. 
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YOU HAVE 15 MINUTES!!! 


